NATIONAL BASKETBALL ASSOCIATION OFFICIAL SCORER'S REPORT 


6/8/2014 AT&T Center, San Antonio, TX 
Officials: #19 James Capers, #23 Jason Phillips, #43 Dan Crawford 


FINAL BOX 


Time of Game: 2:32 


Attendance: 18,581 (Sellout) 


VISITOR: Miami Heat (1-1) 


NO PLAYER MIN FG FGA 3P 3PA FT FTA OR DR TOT A PF ST TO BS PTS 
6 LeBron James F 3736 14 22 3 3 4 5 2 8 10 3 3 2 4 0 35 
9 Rashard Lewis F 2534 5 9 3 7 1 2 0 1 1 1 3 0 0 1 14 
1 Chris Bosh C 36:12 6 11 1 2 5 6 1 2 3 2 2 1 0 1 18 
3 Dwyane Wade G 33:57 5 9 0 0 4 4 0 7 7 4 1 1 5 0 14 
15 Mario Chalmers G 31:13 2 4 0 1 1 2 0 3 3 4 3 0 1 0 5 
11 Chris Andersen 24:08 1 4 0 0 1 2 0 9 9 0 3 0 2 0 3 
34 Ray Allen 33:07 4 7 1 3 0 0 2 1 3 1 1 2 0 1 9 
30 Norris Cole 10:38 0 2 0 1 0 0 0 2 2 1 2 0 1 0 0 
22 James Jones 6:49 0 2 0 2 0 0 0 0 0 0 1 0 0 0 0 
40 Udonis Haslem 0:46 0 0 0 0 0 0 0 0 0 0 1 0 0 0 0 
31 Shane Battier DNP - Coach's Decision 
0 Toney Douglas DNP - Coach's Decision 
20 Greg Oden DNP - Coach's Decision 

TOTALS: 37 70 8 19 16 21 5 33 38 16 20 6 13 3 98 

PERCENTAGES: 52.9% 42.1% 76.2% TM REB: 11 TOT TO: 16 (14 PTS) 
HOME: SAN ANTONIO SPURS (1-1) 
NO PLAYER MIN FG FGA 3P 3PA FT FTA OR DR TOT A PF ST TO BS PTS 
2 Kawhi Leonard F 31:32 3 9 2 3 1 2 0 2 2 3 6 1 0 0 9 
21 Tim Duncan F 37:56 7 14 0 0 4 8 7 8 15 1 2 0 3 1 18 
22 Tiago Splitter C 19:07 1 3 0 0 0 0 1 5 6 5 3 1 1 0 2 
4 Danny Green G 17:50 3 5 2 3 1 1 0 1 1 0 3 1 0 0 9 
9 Tony Parker G 35:12 8 15 2 4 3 6 0 0 0 7 1 1 1 0 21 
3 Marco Belinelli 22:24 1 5 1 4 0 0 0 1 1 1 0 1 2 0 3 
33 Boris Diaw 32:02 3 9 1 2 0 0 3 7 10 5 0 1 1 0 7 
20 Manu Ginobili 27:43 7 15 2 7 3 3 0 2 2 4 3 1 3 0 19 
8 Patty Mills 15:11 3 7 2 3 0 0 0 0 0 0 1 0 0 0 8 
15 Matt Bonner 1:05 0 0 0 0 0 0 0 0 0 0 1 0 0 0 0 
11 Jeff Ayres DNP - Coach's Decision 
16 Aron Baynes DNP - Coach's Decision 
5 Cory Joseph DNP - Coach's Decision 

TOTALS: 36 82 12 26 12 20 11 26 37 26 20 7 11 1 96 

PERCENTAGES: 43.996 46.2% 60.0% TM REB: 6 TOT TO: 11 (5 PTS) 
SCORE BY PERIODS 1 2 3 4 FINAL 
Heat 19 24 34 21 98 
SPURS 26 17 35 18 96 
Inactive: Heat - Beasley, Hamilton Spurs - Daye, James 
Technical Fouls - Individual 

Heat (1): James 8:54 3rd 

SPURS (1): Duncan 5:28 2nd 
Technical Fouls - Defensive Three Second 

Heat (1): 4:49 2nd 

SPURS: NONE 
Flagrant Fouls 

Heat (1): 6:43 4th Chalmers-FLG1 

SPURS: NONE 
Pts. in the Pt. Heat 44 (22/33), SPURS 34 (17/33) Biggest Lead Heat 5, SPURS 11 
2nd Chance Pts. Heat 7 (3/5), SPURS 18 (7/11) Lead Changes 17 
FB Pts. Heat 13 (5/9), SPURS 9 (4/5) Times Tied 12 


Copyright (c) 2014 NBA Properties, INC. All Rights Reserved 


NATIONAL BASKETBALL ASSOCIATION OFFICIAL SCORER'S REPORT 


1ST QUARTER ONLY 
6/8/2014 AT&T Center, San Antonio, TX 
Officials: #19 James Capers, #23 Jason Phillips, #43 Dan Crawford 
Time of Period: 0:27 
Attendance: 18,581 (Sellout) 
VISITOR: Miami Heat 


NO PLAYER MIN FG FGA 3P SPA FT FTA OR DR TOT A PF ST TO BS PTS 
6 LeBron James F 934 1 4 0 0 0 0 0 1 1 1 0 1 3 0 2 
9 Rashard Lewis F 8:14 2 3 1 2 1 2 0 0 0 1 1 0 0 0 6 
1 Chris Bosh C 9:09 3 4 0 0 1 2 1 1 2 0 1 1 0 0 7 
3 Dwyane Wade G 749 0 0 0 0 0 0 0 0 0 1 0 0 2 0 0 
15 Mario Chalmers G 8:14 1 1 0 0 0 0 0 0 0 2 1 0 0 0 2 
11 Chris Andersen 637 0 1 0 0 0 0 0 3 3 0 0 0 0 0 0 
34 Ray Allen 6:37 1 2 0 0 0 0 1 0 1 0 0 0 0 0 2 
30 Norris Cole 346 0 2 0 1 0 0 0 1 1 0 0 0 0 0 0 
22 James Jones 0:00 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
40 Udonis Haslem 0:00 0 0 0 0 0 0 0 0 0 0 0 0 0 0 OQ 
31 Shane Battier DNP - Coach's Decision 
0 Toney Douglas DNP - Coach's Decision 
20 Greg Oden DNP - Coach's Decision 
TOTALS: 8 17 1 3 2 4 2 6 8 5 3 2 5 0 19 
PERCENTAGES: 47.1% 33.3% 50.0% TM REB: 2 TOT TO: 6 (8 PTS) 
HOME: SAN ANTONIO SPURS 
NO PLAYER MIN FG FGA 3P 3PA FT FTA OR DR TOT A PF ST TO BS PTS 
2 Kawhi Leonard F 11:10 1 3 0 0 1 2 0 1 1 2 1 0 0 0 3 
21 Tim Duncan F 11:10 5 6 0 0 1 1 2 1 3 0 0 0 1 1 11 
22 Tiago Splitter C 6:14 0 1 0 0 0 0 0 3 3 3 0 0 0 0 0 
4 Danny Green G 1:28 1 1 0 0 0 0 0 0 0 0 2 1 0 0 2 
9 Tony Parker G 9:34 2 2 1 1 0 0 0 0 0 3 0 1 0 0 5 
3 Marco Belinelli 4:46 1 3 1 2 0 0 0 0 0 0 0 0 1 0 3 
33 Boris Diaw 637 0 0 0 0 0 0 0 2 2 1 0 1 1 0 0 
20 Manu Ginobili 6:37 1 3 0 0 0 0 0 1 1 0 0 0 2 0 2 
8 Patty Mills 2270 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
15 Matt Bonner 0:00 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
11 Jeff Ayres DNP - Coach's Decision 
16 Aron Baynes DNP - Coach's Decision 
5 Cory Joseph DNP - Coach's Decision 
TOTALS: 11 19 2 3 2 3 2 8 109 3 3 5 1 26 
PERCENTAGES: 57.9% 66.7% 66.7% TM REB: 0 TOT TO: 5 (0 PTS) 
SCORE BY PERIODS 1 TOTAL 
Heat 19 19 
SPURS 26 26 
Inactive: Heat - Beasley, Hamilton Spurs - Daye, James 
Pts. in the Pt. Heat 12 (6/10), SPURS 14 (7/10) Biggest Lead Heat 0, SPURS 9 
2nd Chance Pts. Heat 3 (1/1), SPURS 4 (2/2) Lead Changes 0 
FB Pts. Heat 0 (0/3), SPURS 3 (1/1) Times Tied 1 


Copyright (c) 2014 NBA Properties, INC. All Rights Reserved 


NATIONAL BASKETBALL ASSOCIATION OFFICIAL SCORER'S REPORT 
2ND QUARTER ONLY 


6/8/2014 AT&T Center, San Antonio, TX 
Officials: #19 James Capers, #23 Jason Phillips, #43 Dan Crawford 


Time of Period: 0:31 


Attendance: 18,581 (Sellout) 


VISITOR: Miami Heat 


NO PLAYER MIN FG FGA 3P 3PA FT FIA OR DR TOT A PF ST TO BS PTS 
6 LeBron James F 8391 5 7 0 0 1 1 2 4 6 1 0 1 1 0 11 
9 Rashard Lewis F 4:44 0 1 0 1 0 0 0 0 0 0 0 0 0 0 0 
1 Chris Bosh C 9:40 1 2 0 0 1 1 0 1 1 0 0 0 0 1 3 
3 Dwyane Wade G 9:0 2 3 0 0 2 2 0 2 2 2 0 1 2 0 6 
15 Mario Chalmers G 7:15 0 2 0 1 1 2 0 0 0 0 0 0 0 0 1 
11 Chris Andersen 6:49 0 1 0 0 0 0 0 2 2 0 1 0 2 0 0 
34 Ray Allen 9:28 1 2 1 2 0 0 1 1 2 0 1 2 0 0 3 
30 Norris Cole 1:21 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
22 James Jones 2:32 0 2 0 2 0 0 0 0 0 0 1 0 0 0 0 
40 Udonis Haslem 0:00 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
31 Shane Battier DNP - Coach's Decision 
0 Toney Douglas DNP - Coach's Decision 
20 Greg Oden DNP - Coach's Decision 
TOTALS: 9 20 1 6 5 6 3 10 13 3 3 4 5 1 24 
PERCENTAGES: 45.096 16.796 83.396 TM REB: 3 TOT TO: 5 (2 PTS) 
HOME: SAN ANTONIO SPURS 
NO PLAYER MIN FG FGA 3P 3PA FT FTA OR DR TOT A PF ST TO BS PTS 
2 Kawhi Leonard F 5:50 0 2 0 0 0 0 0 0 0 0 0 1 0 0 0 
21 Tim Duncan F 7:15 0 3 0 0 0 0 3 3 6 1 1 0 1 0 0 
22 Tiago Splitter C 4:45 0 1 0 0 0 0 1 1 2 1 0 1 1 0 0 
4 Danny Green G 6:10 0 0 0 0 0 0 0 1 1 0 0 0 0 0 0 
9 Tony Parker G 9:39 3 7 0 2 1 2 0 0 0 0 1 0 1 0 7 
3 Marco Belinelli 9:34 0 2 0 2 0 0 0 0 0 1 0 1 1 0 0 
33 Boris Diaw 9:40 1 3 0 0 0 0 2 1 3 1 0 0 0 0 2 
20 Manu Ginobili 4:27 2 3 1 2 1 1 0 0 0 0 3 0 0 0 6 
8 Patty Mills 2:21 1 2 0 0 0 0 0 0 0 0 0 0 0 0 2 
15 Matt Bonner 0:19 0 0 0 0 0 0 0 0 0 0 1 0 0 0 0 
11 Jeff Ayres DNP - Coach's Decision 
16 Aron Baynes DNP - Coach's Decision 
5 Cory Joseph DNP - Coach's Decision 
TOTALS: 7 23 1 6 2 3 6 6 12 4 6 3 4 0 17 
PERCENTAGES: 30.4% 16.7% 66.7% TM REB: 1 TOT TO: 4 (4 PTS) 
SCORE BY PERIODS 2 TOTAL 
Heat 24 24 
SPURS 17 17 
Inactive: Heat - Beasley, Hamilton Spurs - Daye, James 
Technical Fouls - Individual 
Heat: NONE 
SPURS (1): Duncan 5:28 2nd 
Technical Fouls - Defensive Three Second 
Heat (1): 4:49 2nd 
SPURS: NONE 
Pts. in the Pt. Heat 16 (8/12), SPURS 6 (3/9) Biggest Lead Heat 1, SPURS 11 
2nd Chance Pts. Heat 4 (2/4), SPURS 2 (1/5) Lead Changes 2 
FB Pts. Heat 8 (3/4), SPURS 4 (2/3) Times Tied 2 
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NATIONAL BASKETBALL ASSOCIATION OFFICIAL SCORER'S REPORT 


6/8/2014 AT&T Center, San Antonio, TX 
Officials: #19 James Capers, #23 Jason Phillips, #43 Dan Crawford 


FIRST HALF 


Time of Half: 1:02 


Attendance: 18,581 (Sellout) 


VISITOR: Miami Heat 


NO PLAYER MIN FG FGA 3P 3PA FT FIA OR DR TOT A PF ST TO BS PTS 
6 LeBron James F 18:05 6 11 0 0 1 1 2 5 7 2 0 2 4 0 13 
9 Rashard Lewis F 12:58 2 4 1 3 1 2 0 0 0 1 1 0 0 0 6 
1 Chris Bosh C 18:19 4 6 0 0 2 3 1 2 3 0 1 1 0 1 10 
3 Dwyane Wade G 17:29 2 3 0 0 2 2 0 2 2 3 0 1 4 0 6 
15 Mario Chalmers G 15:29 1 3 0 1 1 2 0 0 0 2 1 0 0 0 3 
11 Chris Andersen 13:26 0 2 0 0 0 0 0 5 5 0 1 0 2 0 0 
34 Ray Allen 16:05 2 4 1 2 0 0 2 1 3 0 1 2 0 0 5 
30 Norris Cole 5:07 0 2 0 1 0 0 0 1 1 0 0 0 0 0 0 
22 James Jones 2:32 0 2 0 2 0 0 0 0 0 0 1 0 0 0 0 
40 Udonis Haslem 0:00 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
31 Shane Battier DNP - Coach's Decision 
0 Toney Douglas DNP - Coach's Decision 
20 Greg Oden DNP - Coach's Decision 
TOTALS: 17 37 2 9 7 10 5 16 21 8 6 6 10 1 48 
PERCENTAGES: 45.9% 22.2% 70.0% TM REB: 5 TOT TO: 11 (10 PTS) 
HOME: SAN ANTONIO SPURS 
NO PLAYER MIN FG FGA 3P 3PA FT FTA OR DR TOT A PF ST TO BS PTS 
2 Kawhi Leonard F 17:00 1 5 0 0 1 2 0 1 1 2 1 1 0 0 3 
21 Tim Duncan F 18:25 5 9 0 0 1 1 5 4 9 1 1 0 2 1 11 
22 Tiago Splitter C 10:59 0 2 0 0 0 0 1 4 5 4 0 1 1 0 0 
4 Danny Green G 738 1 1 0 0 0 0 0 1 1 0 2 1 0 0 2 
9 Tony Parker G 19:13 5 9 1 3 1 2 0 0 0 3 1 1 1 0 12 
3 Marco Belinelli 14:20 1 5 1 4 0 0 0 0 0 1 0 1 2 0 3 
33 Boris Diaw 16:17 1 3 0 0 0 0 2 3 5 2 0 1 1 0 2 
20 Manu Ginobili 11:04 3 6 1 2 1 1 0 1 1 0 3 0 2 0 8 
8 Patty Mills 4:47 1 2 0 0 0 0 0 0 0 0 0 0 0 0 2 
15 Matt Bonner 0:19 0 0 0 0 0 0 0 0 0 0 1 0 0 0 0 
11 Jeff Ayres DNP - Coach's Decision 
16 Aron Baynes DNP - Coach's Decision 
5 Cory Joseph DNP - Coach's Decision 
TOTALS: 18 42 3 9 4 6 8 14 22 13 9 6 9 1 43 
PERCENTAGES: 42.996 33.396 66.796 TM REB: 1 TOT TO: 9 (4 PTS) 
SCORE BY PERIODS 1 2 TOTAL 
Heat 19 24 43 
SPURS 26 17 43 
Inactive: Heat - Beasley, Hamilton Spurs - Daye, James 
Technical Fouls - Individual 
Heat: NONE 
SPURS (1): Duncan 5:28 2nd 
Technical Fouls - Defensive Three Second 
Heat (1): 4:49 2nd 
SPURS: NONE 
Pts. in the Pt. Heat 28 (14/22), SPURS 20 (10/19) Biggest Lead Heat 1, SPURS 11 
2nd Chance Pts. Heat 7 (3/5), SPURS 6 (3/7) Lead Changes 2 
FB Pts. Heat 8 (3/7), SPURS 7 (3/4) Times Tied 3 


Copyright (c) 2014 NBA Properties, INC. All Rights Reserved 


NATIONAL BASKETBALL ASSOCIATION 
6/8/2014 AT&T Center, San Antonio, TX 


OFFICIAL SCORER'S REPORT 
3RD QUARTER ONLY 


Officials: #19 James Capers, #23 Jason Phillips, #43 Dan Crawford 


VISITOR: Miami Heat 


Time of Period: 0:29 


Attendance: 18,581 (Sellout) 


NO PLAYER MIN FG FGA 3P 3PA FT FTA OR DR TOT A PF ST TO BS PTS 
6 LeBron James F 10:09 6 358. 2 0 0 0 3 3 0 2 0 0 0 14 
9 Rashard Lewis F 9:14 2 4 1 3 0 0 0 0 0 0 1 0 0 1 5 
1 Chris Bosh C 724 0 0 0 0 2 2 0 0 0 0 0 0 0 0 2 
3 Dwyane Wade G 629 2 2 0 0 2 2 0 1 1 1 0 0 1 0 6 
15 Mario Chalmers G 629 1 1 0 0 0 0 0 0 0 1 0 0 0 0 2 
11 Chris Andersen 6:05 0 0 0 0 1 2 0 2 2 0 1 0 0 0 1 
34 Ray Allen 7:222 2 8 0 1 0 0 0 0 0 0 0 0 0 0 4 
30 Norris Cole 5:31 0 0 0 0 0 0 0 1 1 1 2 0 1 0 0 
22 James Jones 0:31 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
40 Udonis Haslem 0:46 0 0 0 0 0 0 0 0 0 0 1 0 0 0 0 
31 Shane Battier DNP - Coach's Decision 
0 Toney Douglas DNP - Coach's Decision 
20 Greg Oden DNP - Coach's Decision 
TOTALS: 13 17 3 6 5 6 0 7 7 8 7 0 2 1 394 
PERCENTAGES: 76.596 50.096 83.396 TM REB: 4 TOT TO: 2 (4 PTS) 
HOME: SAN ANTONIO SPURS 
NO PLAYER MIN FG FGA 3P 3PA FT FTA OR DR TOT A PF ST TO BS PTS 
2 Kawhi Leonard F 747 2 4 2 3 0 0 0 0 0 1 3 0 0 0 6 
21 Tim Duncan F 10:09 2 4 0 0 3 5 2 1 3 0 0 0 0 0 7 
22 Tiago Splitter C 5:30 0 0 0 0 0 0 0 0 0 1 2 0 0 0 0 
4 Danny Green G 3:5 1 1 1 1 1 1 0 0 0 0 1 0 0 0 4 
9 Tony Parker G 904 2 4 0 0 2 2 0 0 0 3 0 0 0 0 6 
3 Marco Belinelli 4:13 0 0 0 0 0 0 0 1 1 0 0 0 0 0 0 
33 Boris Diaw 7:35 1 3 0 1 0 0 0 0 0 2 0 0 0 0 2 
20 Manu Ginobili 658 2 4 0 2 0 0 0 1 1 1 0 1 0 0 4 
8 Patty Mills 413 2 3 2 3 0 0 0 0 0 0 0 0 0 0 6 
15 Matt Bonner 0:046 O 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
11 Jeff Ayres DNP - Coach's Decision 
16 Aron Baynes DNP - Coach's Decision 
5 Cory Joseph DNP - Coach's Decision 
TOTALS: 12 23 5 10 6 8 2 3 5 8 6 1 0 0 35 
PERCENTAGES: 52.296 50.096 75.096 TM REB: 2 TOT TO: 0 (0 PTS) 
SCORE BY PERIODS 3 TOTAL 
Heat 34 34 
SPURS 35 35 


Inactive: Heat - Beasley, Hamilton Spurs - Daye, James 


Technical Fouls - Individual 

Heat (1): James 8:54 3rd 

SPURS: NONE 
Pts. in the Pt. Heat 10 (5/5), SPURS 10 (5/9) 
2nd Chance Pts. Heat 0 (0/0), SPURS 9 (3/3) 
FB Pts. Heat 5 (2/2), SPURS O (0/0) 


Biggest Lead Heat 5, SPURS 6 
Lead Changes 10 
Times Tied 6 
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NATIONAL BASKETBALL ASSOCIATION OFFICIAL SCORER'S REPORT 


6/8/2014 AT&T Center, San Antonio, TX 
Officials: #19 James Capers, #23 Jason Phillips, #43 Dan Crawford 


1ST - 3RD QUARTER 


Time of Period: 1:49 


Attendance: 18,581 (Sellout) 


VISITOR: Miami Heat 


NO PLAYER MIN FG FGA 3P SPA FT FTA OR DR TOT A PF ST TO BS PTS 
6 LeBron James F 28:14 12 18 2 2 1 1 2 8 10 2 2 2 4 0 27 
9 Rashard Lewis F 22:12 4 8 2 6 1 2 0 0 0 1 2 0 0 1 11 
1 Chris Bosh C 26003 4 6 0 0 4 5 1 2 3 0 1 1 0 1 12 
3 Dwyane Wade G 28:58 4 5 0 0 4 4 0 3 3 4 0 1 5 0 12 
15 Mario Chalmers G 21:58 2 4 0 1 1 2 0 0 0 3 1 0 0 0 5 
11 Chris Andersen 19:31 0 2 0 0 1 2 0 7 7 0 2 0 2 0 1 
34 Ray Allen 23:27 4 7 1 3 0 0 2 1 3 0 1 2 0 0 9 
30 Norris Cole 10:38 0 2 O 1 0 0 0 2 2 1 2 0 1 0 0 
22 James Jones 3:03 0 2 0 2 0 0 0 0 0 0 1 0 0 0 0 
40 Udonis Haslem 0:46 0 0 0 0 0 0 0 0 0 0 1 0 0 0 0 
31 Shane Battier DNP - Coach's Decision 
0 Toney Douglas DNP - Coach's Decision 
20 Greg Oden DNP - Coach's Decision 
TOTALS: 30 544 5 15 12 16 5 23 28 11 13 #6 12 2 77 
PERCENTAGES: 55.6% 33.3% 75.0% TM REB: 9 TOT TO: 13 (14 PTS) 
HOME: SAN ANTONIO SPURS 
NO PLAYER MIN FG FGA 3P 3PA FT FTA OR DR TOT A PF ST TO BS PTS 
2 Kawhi Leonard F 24:47 3 9 2 3 1 2 0 1 1 3 4 1 0 0 9 
21 Tim Duncan F 2834 7 13 0 0 4 6 7 5 12 1 1 0 2 1 18 
22 Tiago Splitter C 1629 0 2 0 0 0 0 1 4 5 5 2 1 1 0 0 
4 Danny Green G 11:23 2 2 1 1 1 1 0 1 1 0 3 1 0 0 6 
9 Tony Parker G 28:17 7 13 1 3 3 4 0 0 0 6 1 1 1 0 18 
3 Marco Belinelli 18:83 1 5 1 4 0 0 0 1 1 1 0 1 2 0 3 
33 Boris Diaw 23:52 2 6 0 1 0 0 2 3 5 4 OQ 1 1 0 4 
20 Manu Ginobili 18:02 5 10 1 4 1 1 0 2 2 1 3 1 2 0 12 
8 Patty Mills 900 3 5 2 3 0 0 0 0 0 0 0 0 0 0 8 
15 Matt Bonner 105 0 0 0 0 0 0 0 0 0 0 1 0 0 0 0 
11 Jeff Ayres DNP - Coach's Decision 
16 Aron Baynes DNP - Coach's Decision 
5 Cory Joseph DNP - Coach's Decision 
TOTALS: 30 65 8 19 10 14 10 17 27 21 15 7 9 1 78 
PERCENTAGES: 46.296 42.196 71.496 TM REB: 3 TOT TO: 9 (4 PTS) 
SCORE BY PERIODS 1 2 3 TOTAL 
Heat 19 24 34 77 
SPURS 26 17 35 78 
Inactive: Heat - Beasley, Hamilton Spurs - Daye, James 
Technical Fouls - Individual 
Heat (1): James 8:54 3rd 
SPURS (1): Duncan 5:28 2nd 
Technical Fouls - Defensive Three Second 
Heat (1): 4:49 2nd 
SPURS: NONE 
Pts. in the Pt. Heat 38 (19/27), SPURS 30 (15/28) Biggest Lead Heat 5, SPURS 11 
2nd Chance Pts. Heat 7 (3/5), SPURS 15 (6/10) Lead Changes 12 
FB Pts. Heat 13 (5/9), SPURS 7 (3/4) Times Tied 9 
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NATIONAL BASKETBALL ASSOCIATION 


6/8/2014 AT&T Center, San Antonio, TX 
Officials: #19 James Capers, #23 Jason Phillips, #43 Dan Crawford 


VISITOR: Miami Heat 


OFFICIAL SCORER'S REPORT 


4TH QUARTER ONLY 


Time of Period: 0:39 


Attendance: 18,581 (Sellout) 


NO PLAYER MIN FG FGA 3P 3PA FT FIA OR DR TOT A PF ST TO BS PTS 
6 LeBron James F 9:22 2 4 1 1 3 4 0 0 0 1 1 0 0 0 8 
9 Rashard Lewis F 3:22 1 1 1 1 0 0 0 1 1 0 1 0 0 0 3 
1 Chris Bosh C 9:59 2 5 1 2 1 1 0 0 0 2 1 0 0 0 6 
3 Dwyane Wade G 9:59 1 4 0 0 0 0 0 4 4 0 1 0 0 0 2 
15 Mario Chalmers G 9:15 0 0 0 0 0 0 0 3 3 1 2 0 1 0 0 
11 Chris Andersen 4:37 1 2 0 0 0 0 0 2 2 0 1 0 0 0 2 
34 Ray Allen 9:40 0 0 0 0 0 0 0 0 0 1 0 0 0 1 0 
30 Norris Cole 0:00 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
22 James Jones 3:46 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
40 Udonis Haslem 0:00 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
31 Shane Battier DNP - Coach's Decision 
0 Toney Douglas DNP - Coach's Decision 
20 Greg Oden DNP - Coach's Decision 
TOTALS: 7 16 3 4 4 5 0 10 10 5 7 0 1 1 21 
PERCENTAGES: 43.8% 75.0% 80.0% TM REB: 2 TOT TO: 3 (0 PTS) 
HOME: SAN ANTONIO SPURS 
NO PLAYER MIN FG FGA 3P 3PA FT FTA OR DR TOT A PF ST TO BS PTS 
2 Kawhi Leonard F 6:45 (0) 0 0 0 0 0 0 1 1 0 2 0 0 0 0 
21 Tim Duncan F 9:22 0 1 0 0 0 2 0 3 3 0 1 0 1 0 0 
22 Tiago Splitter C 2:38 1 1 0 0 0 0 0 1 1 0 1 0 0 0 2 
4 Danny Green G 627 1 3 1 2 0 0 0 0 0 0 0 0 0 0 3 
9 Tony Parker G 6:55 1 2 1 1 0 2 0 0 0 1 0 0 0 0 3 
3 Marco Belinelli 3:51 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
33 Boris Diaw 8:10 1 3 1 1 0 0 1 4 5 1 0 0 0 0 3 
20 Manu Ginobili 9:41 2 5 1 3 2 2 0 0 0 3 0 0 1 0 7 
8 Patty Mills 6:11 0 2 0 0 0 0 0 0 0 0 1 0 0 0 0 
15 Matt Bonner 0:00 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
11 Jeff Ayres DNP - Coach's Decision 
16 Aron Baynes DNP - Coach's Decision 
5 Cory Joseph DNP - Coach's Decision 
TOTALS: 6 17 4 7 2 6 1 9 10 5 5 0 2 0 18 
PERCENTAGES: 35.396 57.196 33.396 TM REB: 8 TOT TO: 2 (1 PTS) 
SCORE BY PERIODS 4 TOTAL 
Heat 21 21 
SPURS 18 18 


Inactive: Heat - Beasley, Hamilton Spurs - Daye, James 


Flagrant Fouls 


Heat (1): 6:43 4th Chalmers-FLG1 
SPURS: NONE 


Pts. in the Pt. Heat 6 (3/6), SPURS 4 (2/5) 
2nd Chance Pts. Heat 0 (0/0), SPURS 3 (1/1) 
FB Pts. Heat 0 (0/0), SPURS 2 (1/1) 


Biggest Lead Heat 5, SPURS 2 
Lead Changes 4 
Times Tied 3 
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NATIONAL BASKETBALL ASSOCIATION OFFICIAL SCORER'S REPORT 


6/8/2014 AT&T Center, San Antonio, TX 
Officials: #19 James Capers, #23 Jason Phillips, #43 Dan Crawford 


SECOND HALF 


Time of Half: 1:12 


Attendance: 18,581 (Sellout) 


VISITOR: Miami Heat 


NO PLAYER MIN FG FGA 3P SPA FT FTA OR DR TOT A PF ST TO BS PTS 
6 LeBron James F 19:31 8 11 3 3 3 4 0 3 3 1 3 0 0 0 22 
9 Rashard Lewis F 1236 3 5 2 4 0 0 0 1 1 0 2 0 0 1 8 
1 Chris Bosh C 1723 2 5 1 2 3 3 0 0 0 2 1 0 0 0 8 
3 Dwyane Wade G 1628 3 6 0 0 2 2 0 5 5 1 1 0 1 0 8 
15 Mario Chalmers G 15:44 1 1 0 0 0 0 0 3 3 2 2 0 1 0 2 
11 Chris Andersen 10:42 1 2 0 0 1 2 0 4 4 0 2 0 0 0 3 
34 Ray Allen 17:02 2 3 0 1 0 0 0 0 0 1 0 0 0 1 4 
30 Norris Cole 5:31 0 0 0 0 0 0 0 1 1 1 2 0 1 0 0 
22 James Jones 4:17 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
40 Udonis Haslem 0:46 0 0 0 0 0 0 0 0 0 0 1 0 0 0 0 
31 Shane Battier DNP - Coach's Decision 
0 Toney Douglas DNP - Coach's Decision 
20 Greg Oden DNP - Coach's Decision 
TOTALS: 20 33 6 10 9 11 0 17 17 #8 14 0 3 2 55 
PERCENTAGES: 60.6% 60.0% 81.8% TM REB: 6 TOT TO: 5 (4 PTS) 
HOME: SAN ANTONIO SPURS 
NO PLAYER MIN FG FGA 3P 3PA FT FTA OR DR TOT A PF ST TO BS PTS 
2 Kawhi Leonard F 1432 2 4 2 3 0 0 0 1 1 1 5 0 0 0 6 
21 Tim Duncan F 19:31 2 5 0 0 3 7 2 4 6 0 1 0 1 0 7 
22 Tiago Splitter C 8:08 1 1 0 0 0 0 0 1 1 1 3 0 0 0 2 
4 Danny Green G 10:12 2 4 2 3 1 1 0 0 0 0 1 0 0 0 7 
9 Tony Parker G 15:59 3 6 1 1 2 4 0 0 0 4 0 0 0 0 9 
3 Marco Belinelli 8:04 0 0 0 0 0 0 0 1 1 0 0 0 0 0 0 
33 Boris Diaw 15:45 2 6 1 2 0 0 1 4 5 3 0 0 0 0 5 
20 Manu Ginobili 16:39 4 9 1 5 2 2 .f 1 1 4 0 1 1 o 11 
8 Patty Mills 10:24 2 5 2 3 0 0 0 0 0 0 1 0 0 0 6 
15 Matt Bonner 046 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
11 Jeff Ayres DNP - Coach's Decision 
16 Aron Baynes DNP - Coach's Decision 
5 Cory Joseph DNP - Coach's Decision 
TOTALS: 18 40 9 17 8 14 3 12 15 13 11 1 2 0 858 
PERCENTAGES: 45.0% 52.9% 57.1% TM REB: 5 TOT TO: 2 (1 PTS) 
SCORE BY PERIODS 3 4 TOTAL 
Heat 34 21 55 
SPURS 35 18 53 
Inactive: Heat - Beasley, Hamilton Spurs - Daye, James 
Technical Fouls - Individual 
Heat (1): James 8:54 3rd 
SPURS: NONE 
Flagrant Fouls 
Heat (1): 6:43 4th Chalmers-FLG1 
SPURS: NONE 
Pts. in the Pt. Heat 16 (8/11), SPURS 14 (7/14) Biggest Lead Heat 5, SPURS 6 
2nd Chance Pts. Heat 0 (0/0), SPURS 12 (4/4) Lead Changes 15 
FB Pts. Heat 5 (2/2), SPURS 2 (1/1) Times Tied 9 
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NATIONAL BASKETBALL ASSOCIATION 
Miami Heat at SAN ANTONIO SPURS 
6/8/2014 AT&T Center, San Antonio, TX 


SPURS Starters: Leonard Duncan Splitter Green Parker 
Heat Starters: James Lewis Bosh Wade Chalmers 


SPURS 


Green STEAL 
Green 18' Jump Shot (Splitter) 
Green S.FOUL (P1.T1) 


Splitter REBOUND 
Duncan 1' Layup (Parker) 


Duncan Free Throw 1 of 1 


Green S.FOUL (P2.T2) 

SUB: Belinelli FOR Green 

MISS Belinelli 25' SPT Jump Shot 
Leonard P.FOUL (P1.T3) 

Duncan Slam Dunk (Splitter) 
MISS Duncan 1' Layup 

Splitter REBOUND 

Belinelli 25' SPT Jump Shot (Parker) 
Duncan 1' Layup (Splitter) 
Belinelli Bad Pass Turnover #1 
Parker STEAL 

MISS Belinelli 2' Layup 

Duncan REBOUND 

Duncan Putback Dunk 

Leonard Free Throw 1 of 2 


SUB: Diaw FOR Splitter 
SUB: Ginobili FOR Belinelli 


MISS LeonardFree Throw 2 of 2 
TIMEOUT (1) 

MISS Ginobili 13' Jump Bank Shot 
Duncan BLOCK 

Leonard REBOUND 

Diaw Bad Pass Turnover #2 

Diaw REBOUND 

MISS Leonard 11' Turnaround Jump Shot 
Parker 2' Layup (Leonard) 


Duncan REBOUND 
Parker 23' 3PT Jump Shot (Diaw) 


Diaw STEAL 
Leonard 14' Jump Shot (Parker) 


Ginobili Reverse Layup (Leonard) 


TEAM PR PRINTOUT 
1ST QUARTER 


Score Lead Heat 
Start of 1st Period ( 7:12 PM) 
Jump Ball Duncan vs. Bosh: Tip to Wade 


2-0 
2-1 


4-1 
5-1 


5-2 


15-13 


15-15 
17-15 


20-15 


22-15 


22-17 
24-17 


+2 


+1 


+3 
+4 


+3 


+2 


TIE 


ames Lost Ball Turnover #1 


Lewis Free Throw 1 of 2 
MISS LewisFree Throw 2 of 2 
Bosh S.FOUL (P1.T1) 


MISS James 10' Jump Shot 
Bosh REBOUND 


MISS BoshFree Throw 1 of 2 
Bosh Free Throw 2 of 2 
James REBOUND 

Heat Shot Clock Turnover #2 
Bosh 1' Layup 

Bosh REBOUND 

MISS James Layup 

Bosh 14' Jump Shot (Wade) 
Lewis 1' layup (Chalmers) 


James STEA 
Wade Bad Pass Turnover #3 


Lewis 24' 3PT Jump Shot (Chalmers) 
Lewis S.FOUL (P1.T2) 


SUB: Andersen FOR Bosh 


SUB: Allen FOR Wade 
Andersen REBOUND 
Chalmers 3' Floating Jump Shot 


Andersen REBOUND 
MISS Andersen Layup 


MISS James 13' Jump Bank Shot 
James 1' Driving ems (Lewis) 
Chalmers P.FOUL (P1.T3) 

MISS Lewis 23' 3PT Jump Shot 
TIMEOUT (1) 

SUB: Bosh FOR Lewis 

SUB: Cole FOR Chalmers 
James Bad Pass Turnover #4 
Bosh Driving Layup (James) 


James Out of Bounds Lost Ball Turnover #5 
SUB: Wade FOR James 
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NATIONAL BASKETBALL ASSOCIATION 
Miami Heat at SAN ANTONIO SPURS 
6/8/2014 AT&T Center, San Antonio, TX 


TEAM PR PRINTOUT 
1ST QUARTER 


SPURS Starters: Leonard Duncan Splitter Green Parker 
Heat Starters: James Lewis Bosh Wade Chalmers 


Time SPURS 

02:26 SUB: Mills FOR Parker 

02:09 MISS Leonard 13' Fadeaway Jumper 
02:06 

02:02 

02:00 Diaw REBOUND 

01:50 MISS Ginobili 9' Jump Bank Shot 
01:49 Duncan REBOUND 

01:49 Duncan 1' Tip Shot 

01:28 

01:26 

01:26 

a bx Duncan Bad Pass Turnover #3 


53.9 Ginobili REBOUND 

50.5 Ginobili Discontinue Dribble Turnover #4 
50.5 SUB: Belinelli FOR Leonard 

50.5 SUB: Splitter FOR Duncan 


23.9 Splitter REBOUND 
04.6 Ginobili Bad Pass Turnover #5 


04.6 

04.6 20SEC TIMEOUT 
104.6 

02.9 MISS Splitter 1' Layup 
:00.9 


BIG HOME LEAD 9 
BIG VISITOR LEAD 0 


5 FOR 0 PTS 
11/19 FOR 57.9% 
2/3 FOR 66.7% 
OFF: 2 DEF: 8 


Duncan: 11 
Duncan. Splitter: 3 
Parker. Splitter: 3 


Score Lead Heat 


Cole REBOUND 
MISS Cole 1' Layup 


26-17 +9 
MISS Allen 15' Jump Shot 
Allen REBOUND 
26-19 +7 Allen 3' Jump Shot 
Bosh STEAL 
MISS Cole 22' 3PT Jump Shot 


MISS Bosh 16' Jump Shot 
SUB: Lewis FOR Andersen 
Wade Bad Pass Turnover #6 
SUB: Andersen FOR Lewis 


Andersen REBOUND 
End of 1st Period ( 7:39 PM) 


*LEAD CHANGES 0 
TIMES TIED 1 
TURNOVERS 6 FOR 8 PTS 
FIELD GOALS 8/17 FOR 47.1% 
FREE THROWS 2/4 FOR 50.0% 
REBOUNDS OFF: 2 DEF: 6 
HIGH SCORER Bosh: 7 
HIGH REBOUNDER Andersen: 3 
HIGH ASSISTS Chalmers: 2 
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NATIONAL BASKETBALL ASSOCIATION 
Miami Heat at SAN ANTONIO SPURS 
6/8/2014 AT&T Center, San Antonio, TX 


SPURS Starters: Belinelli Mills Splitter Diaw Ginobili 


Heat Starters: Bosh Wade Andersen Allen Cole 


SPURS 
Mills 19' Jump Shot 
:05 MISS Mills 9' Jump Shot 


:01 Ginobili 13' Jump Shot (Splitter) 


Splitter Violation:Kicked Ball 


SUB: Leonard FOR Ginobili 
Splitter STEAL 

MISS Leonard 10' Jump Shot 
Splitter REBOUND 


MISS Belinelli 25' SPT Jump Shot 


TIMEOUT (2) 
SUB: Parker FOR Mills 


Parker Lost Ball Turnover #6 
Leonard STEAL 
MISS Splitter 1' Layup 


Splitter REBOUND 
Splitter Bad Pass Turnover #7 


MISS Leonard 16' Jump Shot 
MISS Parker 24' 3PT Jump Shot 


MISS Diaw Layup 

Diaw REBOUND 

MISS Diaw 1' Tip Shot 

Diaw REBOUND 

Diaw 1' Reverse Layup 

SPURS Violation: Delay of game Violation 


SUB: Bonner FOR Splitter 
SUB: Ginobili FOR Belinelli 
SUB: Duncan FOR Diaw 


Bonner L.B.FOUL (P1.T1) 
SUB: Green FOR Bonner 


Ginobili L.B.FOUL (P1.T2) 


MISS ParkerFree Throw 1 of 2 
Parker Free Throw 2 of 2 
Parker S.FOUL (P1.T3) 


Duncan Lost Ball Turnover #8 
Ginobili P.FOUL (P2.T4) 
Duncan T.T.FOUL FOUL 


TEAM PR PRINTOUT 
2ND QUARTER 


Score Lead Heat 
Start of 2nd Period ( 7:43 PM) 


28-19 


30-19 


30-22 


30-24 


30-26 


30-28 


32-28 


32-30 


33-30 


33-31 


33-32 


33-34 


+9 


+11 


+8 


+6 


+4 


+2 


+4 


+2 


+3 


=1* 


Wade Traveling Turnover #7 


Andersen REBOUND 
Andersen Step Out of Bounds Turnover #8 


MISS Wade 18' Jump Shot 
Allen REBOUND 


SUB: James FOR Cole 


James Bad Pass Turnover #9 


Allen P.FOUL (P1.T1) 


James REBOUND 
Allen 25' 3PT Jump Shot 


SUB: Lewis FOR Andersen 
Wade STEAL 

Wade Lost Ball Turnover #10 
Bosh BLOCK 

Allen REBOUND 

MISS Lewis 23' 3PT Jump Shot 


Allen STEAL 
Wade 1' Layup (James) 


James REBOUND 
James Layup 


James REBOUND 
James 1' Layup 


TIMEOUT (2) 


SUB: Andersen FOR Bosh 
SUB: Chalmers FOR Wade 
MISS Allen 25' SPT Jump Shot 


MISS James Layup 


SUB: Jones FOR Allen 

MISS Chalmers 6' Jump Shot 
James REBOUND 

James 1' Putback Dunk 
Jones S.FOUL (P1.T2) 


MISS ChalmersFree Throw 1 of 2 
Chalmers Free Throw 2 of 2 
James STEAL 


James Free Throw Technical 
MISS Jones 25' 3PT Jump Shot 
James REBOUND 

James 2' Layup 
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NATIONAL BASKETBALL ASSOCIATION 

Miami Heat at SAN ANTONIO SPURS 

6/8/2014 AT&T Center, San Antonio, TX 

SPURS Starters: Belinelli Mills Splitter Diaw Ginobili 
Heat Starters: Bosh Wade Andersen Allen Cole 


TEAM PR PRINTOUT 
2ND QUARTER 


Time SPURS Score Lead Heat 
04:55 Andersen P.FOUL (P1.T3) 
04:55 SUB: Wade FOR James 
04:55 SUB: Bosh FOR Lewis 
04:55 SUB: Diaw FOR Green 
04:49 Heat T.Foul (Def. 3 Sec Jones ) 
04:49 Ginobili Free Throw Technical 34-34 TIE 
04:49 SUB: Belinelli FOR Leonard 
04:45 Ginobili 25' 3PT Jump Shot (Belinelli) 37-34 +3* 
04:25 MISS Jones 24' 3PT Jump Shot 
04:24 Diaw REBOUND 
04:13 MISS Ginobili 26' 3PT Jump Shot 
04:12 Andersen REBOUND 
04:09 Ginobili P.FOUL (P3.PN) 
04:09 37-35 +2 Wade Free Throw 1 of 2 
04:09 SUB: Green FOR Ginobili 
04:09 SUB: Allen FOR Jones 
04:09 37-36 +1 Wade Free Throw 2 of 2 
03:51 Parker 19' Jump Shot (Diaw) 39-36 +3 
03:35 MISS Andersen 17' Jump Shot 
03:33 Green REBOUND 
03:24 MISS Duncan 2' Layup 
03:23 Bosh REBOUND 
03:05  Belinelli STEAL Andersen Poss Lost Ball Turnover #11 
03:04  Belinelli Bad Pass Turnover #9 Allen STEAL 
03:03 MISS Chalmers 25' 3PT Jump Shot 
02:59 Duncan REBOUND 
02:55 Parker 1' Layup (Duncan) 41-36 +5 
02:47 20 SEC TIMEOUT 
02:47 Timeout: Official 
02:47 SUB: James FOR Andersen 
02:29 41-38 +3 Bosh 1' Slam Dunk (Wade) 
02:29 Duncan S.FOUL (P1.PN) 
02:29 41-39 +2 Bosh Free Throw 1 of 1 
02:12 MISS Belinelli 25' 3PT Jump Shot 
02:10 Duncan REBOUND 
02:00 MISS Duncan 11' Turnaround Bank Shot 
01:57 James REBOUND 
01:52 MISS James 1' Layup 
01:49 Duncan REBOUND 
01:46 Parker 1' Layup 43-39 +4 
01:26 43-41 +2 James 2' Alley Oop Layup (Wade) 
01:06 MISS Parker 19' Jump Shot 
01:05 Wade REBOUND 
58.5 43-43 TIE Wade 9' Jump Shot 
58.5 Heat Violation: Delay of game Violation 
:39.9 MISS Parker 23' 3PT Jump Shot 
37.9 Wade REBOUND 
23.9 MISS Bosh 9' Turnaround Jump Shot 
721.8. Duncan REBOUND 
00.9 MISS Parker 1' Layup 
700.0 Duncan REBOUN 
00.0 MISS Duncan 1' Layup 
700.0 Duncan REBOUND 
End of 2nd Period ( 8:14 PM) 
BIG HOME LEAD 11 *LEAD CHANGES 2 
BIG VISITOR LEAD 1 TIMES TIED 2 
4 FOR 4 PTS TURNOVERS 5 FOR2 PTS 
7/23 FOR 30.496 FIELD GOALS 9/20 FOR 45.096 
2/3 FOR 66.7% FREE THROWS 5/6 FOR 83.3% 
OFF: 6 DEF: 6 REBOUNDS OFF: 3 DEF: 10 
Parker: 7 HIGH SCORER James: 11 
Duncan: 6 HIGH REBOUNDER James: 6 
4 TIED: 1 HIGH ASSISTS Wade: 2 
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NATIONAL BASKETBALL ASSOCIATION 
Miami Heat at SAN ANTONIO SPURS 
6/8/2014 AT&T Center, San Antonio, TX 


SPURS Starters: Leonard Duncan Splitter Green Parker 
Heat Starters: James Lewis Bosh Wade Chalmers 


SPURS 


MISS Duncan 6' Running Jump Shot 
Parker 20' Jump Shot (Leonard) 


MISS Duncan 1' Layup 
Duncan REBOUND 
Duncan 1' Tip Shot 
Splitter P.FOUL (P1.T1) 
Green S.FOUL (P3.T2) 


MISS Parker 10' Jump Shot 


Green 26' 3PT Jump Shot (Parker) 
MISS Leonard 25' 3PT Jump Shot 


Green Free Throw Technical 
Duncan Free Throw 1 of 2 
MISS DuncanFree Throw 2 of 2 


Leonard 23' 3PT Amp et (Parker) 
Leonard P.FOUL (P2.T3) 

SUB: Diaw FOR Splitter 

SUB: Ginobili FOR Green 

Ginobili STEAL 

Ginobili 19' Jump Shot 


Duncan REBOUND 


MISS Leonard 5' Jump Shot 
Leonard L.B.FOUL (P3.T4) 


Leonard 25' 3PT Jump Shot (Diaw) 


Ginobili REBOUND 
MISS Diaw 12' Turnaround Jump Shot 
Duncan REBOUND 


Duncan Free Throw 1 of 2 
Duncan Free Throw 2 of 2 


MISS Ginobili 25' 3PT Jump Shot 
MISS Parker 16' Jump Shot 
TIMEOUT (3) 

Diaw 7' Turnaround Jump Shot 
Leonard P.FOUL (P4.PN) 


SUB: Belinelli FOR Leonard 
SUB: Mills FOR Parker 

MISS Mills 24' 3PT Jump Shot 
MISS Ginobili 26' 3PT Jump Shot 


MISS Diaw 25' 3PT Jump Shot 


TEAM PR PRINTOUT 
3RD QUARTER 


Score Lead Heat 
Start of 3rd Period ( 8:32 PM) 


45-43 
45-45 


47-45 


47-46 
47-47 


50-47 
50-49 


50-51 


51-51 
52-51 


52-54 
55-54 


57-54 


57-56 


60-56 


61-56 
62-56 
62-59 
62-61 


62-64 
64-64 


64-65 


64-67 


64-69 


+2 
TIE 
+2 


+1 
TIE 


+3 


+1 


+4 


-5 


Chalmers 1' Driving Layup 


Wade Free Throw 1 of 2 
Wade Free Throw 2 of 2 


James L.B.FOUL (P1.T1) 

James 18' Jump Shot (Chalmers) 
Wade REBOUND 

Lewis 5' Turnaround Jump Shot 


James S.FOUL (P2.T2) 
James T.FOUL (P2.T2) 


James REBOUND 
Lewis 25' 3PT Jump Shot (Wade) 


Wade Bad Pass Turnover #12 
MISS Lewis 25' 3PT Jump Shot 
Lewis BLOCK 

SUB: Andersen FOR Bosh 
SUB: Allen FOR Wade 

Allen 8' Running Bank Shot 
Lewis P.FOUL (P2.T3) 

SUB: Cole FOR Chalmers 


TIMEOUT (3) 
MISS Lewis 23' 3PT Jump Shot 


Andersen S.FOUL (P2.T4) 


James 25' 3PT Jump Shot (Cole) 
James 19' Jump Shot 


James REBOUND 
James 26' 3PT Pullup Jump Shot 


MISS AndersenFree Throw 1 of 2 


Andersen Free Throw 2 of 2 


Cole REBOUND 
James 18' Step Back Jump Shot 


Andersen REBOUND 
James 20' Jump Shot 


Andersen REBOUND 
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NATIONAL BASKETBALL ASSOCIATION 

Miami Heat at SAN ANTONIO SPURS 

6/8/2014 AT&T Center, San Antonio, TX 

SPURS Starters: Leonard Duncan Splitter Green Parker 
Heat Starters: James Lewis Bosh Wade Chalmers 


Time SPURS Score Lead 
02:54 

02:53  Belinelli REBOUND 

02:46 Duncan 2' Layup (Ginobili) 66-69 -3 


02:46 MISS DuncanFree Throw 1 of 1 


02:24 66-71 -5 
02:02 Mills 23' 3PT Jump Shot (Diaw) 69-71 -2 


01:51 SUB: Splitter FOR Duncan 

01:35 Ginobili 2' layup (Splitter) 71-71 TIE 
01:17 Splitter S.FOUL (P2.PN) 

01:17 71-72 -1 
01:17 SUB: Parker FOR Ginobili 


01:17 SUB: Bonner FOR Diaw 

01:17 71-73 -2 
‘57.5 Mills 25' 3PT Jump Shot (Parker) 74-73 +1* 
37.7 74-75  -1* 


:31.1 Parker Free Throw 1 of 2 75-75 TIE 


:31.4 SUB: Diaw FOR Bonner 

31.1 Parker Free Throw 2 of 2 76-75  41* 
715.0 76-77  -1* 
03.2 Parker 8' Floating Jump Shot 78-77  41* 


TEAM PR PRINTOUT 
3RD QUARTER 


Heat 
MISS James 17' Jump Shot 


Cole S.FOUL (P1.PN) 
SUB: Bosh FOR Lewis 


James REBOUND 
Allen 1' Driving Layup 


Cole OFF.Foul (P2) 


Cole Foul Turnover #13 
SUB: Wade FOR James 


Bosh Free Throw 1 of 2 


SUB: Haslem FOR Andersen 
SUB: Chalmers FOR Cole 


Bosh Free Throw 2 of 2 


Wade 16' Jump Shot 
Haslem Personal Block Foul (PO.PN) 


SUB: Jones FOR Haslem 


Wade 11' Running Jump Shot 
MISS Allen 39' 3PT Running Jump Shot 


End of 3rd Period ( 9:02 PM) 


BIG HOME LEAD 6 
BIG VISITOR LEAD 5 
0 FOR 0 PTS TURNOVERS 
12/23 FOR 52.296 FIELD GOALS 
6/8 FOR 75.096 FREE THROWS 
OFF: 2 DEF: 3 REBOUNDS 
Duncan: 7 HIGH SCORER 
Duncan: 3 HIGH REBOUNDER 
Parker: 3 HIGH ASSISTS 


*LEAD CHANGES 10 
TIMES TIED 6 


2 FOR4 PTS 
13/17 FOR 76.5% 
5/6 FOR 83.3% 
OFF: 0 DEF: 7 


James: 14 


James: 3 
Chalmers. Cole. Wade: 1 
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NATIONAL BASKETBALL ASSOCIATION TEAM PR PRINTOUT 
Miami Heat at SAN ANTONIO SPURS 4TH QUARTER 
6/8/2014 AT&T Center, San Antonio, TX 

SPURS Starters: Diaw Splitter Belinelli Mills Parker 

Heat Starters: Wade Allen Bosh Lewis Chalmers 


Time SPURS Score Lead Heat 

12:00 Start of 4th Period ( 9:06 PM) 

11:48 78-79  -1* Bosh 1' Slam Dunk (Chalmers) 
11:48 Splitter S.FOUL (P3.T1) 

11:48 78-80 -2 Bosh Free Throw 1 of 1 
11:28 MISS Diaw 5' Running Bank Shot 

11:27 Wade REBOUND 

11:16 MISS Wade 2' Layup 
11:16 Splitter REBOUND 

11:16 Wade L.B.FOUL (P1.T1) 
11:00 MISS Parker 19' Jump Shot 

10:59 Lewis REBOUND 


10:54 Mills P.FOUL (P1.T2) 

10:54 SUB: Ginobili FOR Parker 

10:42 MISS Bosh 19' Jump Shot 
10:41 Diaw REBOUND 

10:28 MISS Mills 22' Jump Shot 


10:27 Chalmers REBOUND 

10:17 MISS Bosh 20' Jump Shot 

10:16 Diaw REBOUND 

10:02 Splitter 1' Layup (Ginobili) 80-80 TIE 

09:37 80-83 -3 Lewis 25' 3PT Jump Shot (Bosh) 
09:22 Lewis P.FOUL (P3.T2) 

09:22 SUB: James FOR Allen 


09:22 SUB: Leonard FOR Belinelli 
09:22 SUB: Duncan FOR Splitter 
09:10 MISS Duncan 12' Turnaround Bank Shot 


09:09 Wade REBOUND 

08:59 MISS Wade 15' Jump Shot 
08:58 Diaw REBOUND 

08:51 Bosh P.FOUL (P2.T3) 
08:51 Timeout: Official 


08:51 SUB: Green FOR Diaw 
08:47 Duncan OFF.Foul (P2) 
08:47 Duncan Foul Turnover #10 


08:47 SUB: Jones FOR Lewis 

08:26 MISS James 20' Step Back Jump Shot 
08:24 Duncan REBOUND 

08:17 Ginobili 7' Running Jump Shot 82-83 -1 

07:53 MISS Wade 5' Jump Shot 

07:52 Duncan REBOUND 

07:44 Green 25' 3PT Jump Shot (Ginobili) 85-83 +2* 

07:14 85-85 TIE James 20' Jump Shot 

07:02 Chalmers P.FOUL (P2.T4) 

07:02 SUB: Parker FOR Mills 

07:02 SUB: Allen FOR Wade 

07:02 SUB: Andersen FOR Bosh 

06:52 James P.FOUL (P3.PN) 

06:52 Ginobili Free Throw 1 of 2 86-85 +1 

06:52 Ginobili Free Throw 2 of 2 87-85 +2 

06:43 Chalmers FLAGRANT.FOUL.TYPE1 (P3.PN) 
06:43 Chalmers Foul Turnover #14 


06:43 SUB: Belinelli FOR Ginobili 

06:43 MISS ParkerFree Throw Flagrant 1 of 2 

06:43 MISS ParkerFree Throw Flagrant 2 of 2 

06:43 SUB: Mills FOR Parker 

06:34 Andersen S.FOUL (P3.PN) 
06:34 MISS DuncanFree Throw 1 of 2 

06:34 MISS DuncanFree Throw 2 of 2 


06:33 Chalmers REBOUND 

06:09 87-88  -1* James 24' 3PT Pullup Jump Shot 
05:54 MISS Mills 19' Jump Shot 

05:53 Chalmers REBOUND 

05:30 Heat Shot Clock Turnover #15 


05:30 TIMEOUT (4) 
05:30 SUB: Ginobili FOR Belinelli 
05:30 SUB: Parker FOR Mills 


05:16 MISS Green 23' 3PT Jump Shot Allen BLOCK 

05:15 Andersen REBOUND 
05:01 Leonard S.FOUL (P5.T3) 

05:01 87-89 -2 James Free Throw 1 of 2 


Copyright (c) 2014 NBA Properties, INC. All Rights Reserved 


NATIONAL BASKETBALL ASSOCIATION 
Miami Heat at SAN ANTONIO SPURS 
6/8/2014 AT&T Center, San Antonio, TX 


SPURS Starters: Diaw Splitter Belinelli Mills Parker 


Heat Starters: Wade Allen Bosh Lewis Chalmers 
Time SPURS 


05:01 SUB: Diaw FOR Green 

05:01 

05:01 

05:01 

04:40 Diaw 22' 3PT Jump Shot (Parker) 
04:16 

04:14 

04:14 SUB: Green FOR Leonard 

03:51 MISS Green 3' Driving Layup 
03:50 

03:36 

03:35 Diaw REBOUND 

03:14 MISS Ginobili 27' 3PT Jump Shot 
03:13 

02:49 

02:26 Parker 26' 3PT Jump Shot (Ginobili) 
02:25 

02:25 

02:25 SUB: Leonard FOR Green 

02:07 

02:06 Leonard REBOUND 

01:39 MISS Ginobili 24' 3PT Jump Shot 
01:39 

01:18 

01:01 Ginobili Bad Pass Turnover #11 
:47.7 | Leonard S.FOUL (P6.T4) 

:47.7. SUB: Green FOR Leonard 

‘47.7 

47.7 

:46.9 Duncan REBOUND 

d MISS Ginobili 19' Jump Shot 
09.4 TIMEOUT (5) 

09.4 

02.0 MISS Diaw 5' Jump Shot 

01.0 Diaw REBOUND 

00.3 Ginobili 27" 3PT Jump Shot (Diaw) 


Score Lead 
87-90 -8 
90-90 TIE 
90-92 -2 
93-92 +1* 
93-95  -2* 
93-96 -3 
93-98 -5 
96-98 -2 


TEAM PR PRINTOUT 
4TH QUARTER 


Heat 

SUB: Bosh FOR Jones 

SUB: Wade FOR Chalmers 
James Free Throw 2 of 2 
MISS Andersen 1' Layup 

Heat Shot Clock Turnover #16 


Andersen REBOUND 
MISS James 11' Jump Shot 


Wade REBOUND 
Andersen 2' Reverse Layup (Allen) 


TIMEOUT (4) 
SUB: Chalmers FOR Andersen 


MISS Bosh 23' 3PT Jump Shot 


Wade REBOUND 
Bosh 23' 3PT Jump Shot (James) 


James Free Throw 1 of 2 
MISS JamesFree Throw 2 of 2 


Wade 1' Layup (Bosh) 
SUB: Lewis FOR Chalmers 


End of 4th Period ( 9:45 PM) 


BIG HOME LEAD 2 
BIG VISITOR LEAD 5 


2 FOR 1 PTS 
6/17 FOR 35.3% 
2/6 FOR 33.3% 
OFF: 1 DEF: 9 
Ginobili: 7 
Diaw: 5 
Ginobili: 3 


TURNOVERS 
FIELD GOALS 
FREE THROWS 
REBOUNDS 


HIGH SCORER 
HIGH REBOUNDER 
HIGH ASSISTS 


*LEAD CHANGES 4 
TIMES TIED 3 


3 FOR 0 PTS 
7/16 FOR 43.8% 
4/5 FOR 80.0% 
OFF: 0 DEF: 10 


James: 8 


Wade: 4 
Bosh: 2 
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